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3.125 (a) 

FACILITIES, GENERAL 

(a) Structural strength The facility muss be constructed of such material and of such strength as appropriate for the 
animals involved. The indoor and outdoor housing facilities shall he structurally sound and shall be maintained in 
good repair to protect (ho animals from Injury. 

"“In an enclosure with pvo deer, chain link fencing material used in corralling the animals had been left after use and 
had fallen to the ground. The edges of live chain link material cculd ensnare the hooves of the deer resulting in injury. 
A system snould be in place to ensure animal enclosures are maintained m goed repair to protect Dhe animats from 
injury.*** 
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